निबंधन संख्या पी 0 टी0-40 


सत्यमेव जयते 


बिहार गजट 
बिहार सरकार द्वारा प्रकाशित 


संख्या 47 


2 अग्रहायण 1933 ( श ० ) 
पटना, बुधवार , 

23 नवम्बर 2011 ( ई ० ) 


विषय - सूची 


पृष्ठ 


पृष्ठ 


भाग -1 - नियुक्ति , पदस्थापन , बदली, शक्ति , छुट्टी 

और अन्य व्यक्तिगत सूचनाएं । 


भाग-1- क स्वयंसेवक गुल्मों के समादेष्टाओं के 

आदेश । 


भाग-5 — बिहार विधान मंडल में पुरःस्थापित 

विधेयक, उक्त विधान मंडल में उपस्थापित 
या उपस्थापित किये जानेवाले प्रवर 
समितियों के प्रतिवेदन और उक्त विधान 
मंडल में पुर : स्थापन के पूर्व प्रकाशित 
विधेयक । 


भाग -1- ख – मैट्रीकुलेशन , आई 0 ए0 , आई ० एससीo , 

बी 0 ए 0 , बी ० एससी , एम 0 ए 0 , 
एमएससी० , लॉ भाग-1 और 2 , 
एम0 बी 0 बी 0 एस 0 , बी ० एस ० ई ० , डीपO-इन 
एड 0 , एम 0 एस 0 और मुख्तारी परीक्षाओं के 
परीक्षा-फल, कार्यक्रम, छात्रवृत्ति प्रदान , 
आदि । 


भाग-7 – संसद के अधिनियम जिनपर राष्ट्रपति की 

ज्येष्ठअनुमति मिल चुकी है । 
भाग -8 – भारत की संसद में पुर : स्थापित विधेयक , 

संसद में उपस्थापित प्रवर समितियों के 
प्रतिवेदन और संसद में उपस्थापित प्रवर 
समितियों के प्रतिवेदन और संसद में 
पुर : स्थापन के पूर्व प्रकाशित विधेयक । 


भाग -1- ग —शिक्षा संबंधी सूचनाएं , परीक्षाफल आदि 


भाग- 2 — बिहार - राज्यपाल और 

और कार्याध्यक्षों द्वारा 
निकाले गये विनियम, आदेश, अधिसूचनाएं 
और नियम आदि । 


भाग- 9 - विज्ञापन 


2-2 


भाग- 9 - क — वन विभाग की नीलामी संबंधी सूचनाएं 


भाग- 3 — भारत सरकार , पश्चिम बंगाल सरकार और 

उच्च न्यायालय के आदेश , अधिसूचनाएं 

और नियम , भारत गजट और राज्य 
गजटों के उद्धरण । 


भाग - 9 - ख - निविदा सूचनाएं , परिवहन सूचनाएं , 

न्यायालय सूचनाएं और सर्वसाधारण 
सूचनाएं इत्यादि । 
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पूरक 


भाग - 4 - बिहार अधिनियम 


पूरक - क 


2 


बिहार गजट , 23 नवम्बर 2011 


भाग-2 


आदेश, 


बिहार - राज्यपाल और कार्याध्यक्षों द्वारा निकाले गये विनियम , 

अधिसूचनाएं और नियम आदि । 


जल संसाधन विभाग 


आवश्यक सूचना 

4 नवम्बर 2011 
सं ० मो 0 2 - वाल्मी0- (नहर बंदी) -15 / 2011-1898 — मुख्य अभियन्ता, जल संसाधन विभाग , वाल्मीकिनगर के 
परिक्षेत्राधीन नेपाल हितकारी योजना 2009 गंडक प्रोजेक्ट का पुनर्स्थापन कार्य माह फरवरी 2011 से प्रारम्भ है, जिसे माह 
मार्च 2012 तक पूर्ण किया जाना है । साथ ही साथ गंडक बराज का असैनिक एवं यांत्रिक कार्यों तथा पूर्वी गंडक नहर 
प्रणाली का अवशेष पुनर्स्थापन कार्य कराया जाना है । अतः पुनर्स्थापन कार्यों के कार्यान्वयन हेतु सरकार द्वारा यह निर्णय 
लिया गया है कि पूर्वी गंडक नहर प्रणाली (गंडक बराज सहित) एवं मुख्य पश्चिमी गंडक नहर प्रणाली में रब्बी सिंचाई वर्ष 
2011-12 एवं गरमा सिंचाई 2012 ( जून , 2012 तक ) में जलापूर्ति बंद रखा जायेगा । 

अतः पूर्वी गंडक नहर प्रणाली एवं मुख्य पश्चिमी गंडक नहर के कमाण्ड क्षेत्र के कृषकों एवं आम जनता को सूचित 
किया जाता है कि रब्बी सिंचाई वर्ष 2011-12 एवं गरमा सिंचाई 2012 ( जून, 2012 तक ) में जलापूर्ति नहीं की जा सकेगी । 
अतः अनुरोध है कि रब्बी सिंचाई हेतु वैकल्पिक व्यवस्था से पटवन कराने का कष्ट करेगें । उपरोक्त कार्य में किसानों का 
भरपुर सहयोग प्रार्थित है । 

बिहार राज्यपाल के आदेश से , 

जय किशोर, 
संयुक्त सचिव ( अभियंत्रण) । 


अधीक्षक , सचिवालय मुद्रणालय , 
बिहार , पटना द्वारा प्रकाशित एवं मुद्रित । 
बिहार गजट , 36-571 + 10 - डी 0 टी 0 पी 0 । 

Website : http://egazette.bih.nic.in 
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भाग -9 ( ख ) 


निविदा सूचनाएं , परिवहन सूचनाएं , न्यायालय सूचनाएं 

और सर्वसाधारण सूचनाएं इत्यादि । 


अधीक्षक का कार्यालय 
पटना मेडिकल कॉलेज अस्पताल, पटना 


निविदा सूचना 


सं ० 12112 — पटना मेडिकल कॉलेज अस्पताल पटना में वितीय वर्ष 2011-12 में विभिन्न विभागो में उपयोग आने 
वाले छोटे - छोटे उपकरणों के क्रय हेतु बिहार वाणिज्य कर में निबंधित निर्माताओं / प्राधिकृत बिक्रेताओं आपूर्तिकर्ता से मुहरबंद 
निविदा प्रकाशन की तिथि से 21 दिनों के अन्दर निबंधित डाक / स्पीड पोस्ट द्वारा सभी आवश्यक अभिलेखो के साथ आमंत्रित 
किया जाता है हस्त लिखित निविदा मान्य नहीं होगा । 

निविदा टंकित / कम्प्यूटरकृत होना चाहिए । बिहार के बाहर के फर्म जो बिहार वाणिज्य कर मे निबंधित नही है वे 
भी निविदा मे इस शर्त के साथ भाग ले सकतें है बशर्ते की दर अनुमोदन के पश्चात क्रय आदेश के पूर्व उन्हें बिहार 
वाणिज्य - कर मे निबंधन कराना अनिवार्य होगा । अन्यथा आदेश रदद कर दिया जायेगा तथा द्वितीय अनुमोदित दर वाले 
निविदादाता को आपूर्ति आदेश निर्गत किया जायेगा । निविदा दो भागो मे " तकनीकी एवं वितीय निविदा " अलग - अलग लिफाफे 
मे मुहरबंद होगी एवं लिफाफो के उपर छोटे - छोटे उपकरणों हेतु तकनीकी निविदा एवं वित्तीय निविदा स्पष्ट रूप से अंकित 
करना होगा । हाथो हाथ एवं निर्धारित तिथि के बाद प्राप्त निविदा अस्वीकृत समझी जायेगी । विस्तृत सूचना एवं छोटे - छोटे 
उपकरणों की सूची इत्यादि www.Prdbihar.org & www.pmch.in पर डाउनलोउ कर प्राप्त किया जा सकता है या 
कार्यालय अवधि में किसी भी दिन आवेदन देकर कार्यालय से प्राप्त किया जा सकता है । तकनीकि निविदा के साथ सभी 
अभिलेखो के साथ - साथ 50,000.00 (पचास हजार रूपये का बैंक ड्राप्ट अग्रधन के रूप में जमा करना होगा । आपूर्ति नही 
करने की स्थिति मे अग्रघन की राशि जब्त कर ली जायेगी / किया जायेगा । निविदा के सभी पृष्ठों के पृष्टांकित करते हुए 
विसतृत उल्लेख अग्रसारण पत्र पर अवश्य रूप से अंकित होना चाहिए । 
स्थान - पटना 

( ह ० ) -अस्पष्ट , 
दिनांक -18 अक्तूबर 2011 

अधीक्षक । 


Tender Terms Condition for Small Instruments 


1. Tender should be in two parts ( Technical / Commercial) in two separate sealed Envelop 
mention those on Technical tender / Commercial Tender for Small Instruments. 

2. price quoted in Financial bid both without Tax and with tax . 

3. All relevant document ie . photocopy of PAN Card , Authority letter, Quality Certificates , 
Sales Tax Registration Certificate , Specification of the instruments should be attached along with 
Technical Tender . 

4. Superintendent reserve right to Reject any tender without given any reason . 
5. Tender Should be Computer Type only , Handwritten and overwriting Tender will be rejected . 
6. Tax will be deducted from bill and deposited in Govt. account as per Govt. norms. 
7. Tenderers can attend Purchase Committee meeting on tender opening date . 

8 Tenders should be registered in Bihar sale Tax . If They are not registered at the time of tender 
After selection have to be registered with Bihar sale Tax before order will be placed . 

9. Tender should attached bank Draft for Rs. 50,000.00 ( Fifty thousand ) with Technical tender as 
earnest money in the favour of Superintendent Patna Medical College & Hospital, Patna. 

10. Small Instruments Should be I.S.O. / FDA /C.E . other national or international quality 
certificate Approved copy of Certificate should be enclosed with Technical bid . 
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11. Annual Turnover of the Tenderer should must have minimum 2 crore in last three consecutive 
years . 

12. The Tendered have to give technical details specification of the product instrument in CD 
along with technical bid ( Specification of the instrument/ product should be typed only ) It should not be 
Scanned Name of the Tendered should be mention on the above on the above of the CD along with the 
tender number and address. 
Place- Patna 

Sd./-Illegible, 
Date- 18th October 2011 

Superintendent. 
TENDER ITEM LIST 
SMALL INSTRUMENTS FOR DEPARTMENT OF NEURO - SURGERY 
Sl. No. 

DESCRIPTION 
1 DE BAKEY ATR . MOSQUITO FCPS . CVD . 125MM 
2 DE BAKEY ATR .MOSQUITO FCPS. STR . 125MM 
3 HALSTED - MOSQUITO FCPS . DEL STR . 125MM 
4 DANDY DELICATE FORCEPS CVD . 140MM 
5 PROVIDENCE - HOSP . FCPS DEL STR . 140MM 
6 STRABISMUS SCISSORS ANGL. TO SIDE 115MM 
7 KILNER SCISSORS CVD . W / FLAT TIPS 125MM 
8 JANSEN RETRACTOR 3X3 SHARP 100MM 


9 


RONGEUR WAGNER HEAVY PATTERN STR . 200MM 


10 


SYPERT RONGEUR 30DG -UP 5X20MM 260MM 
HUDSON DRILL BRACE F / FF055R 


11 


12 


CISHING FLAT DRILL 14MM DIA . 


13 


HUDSON SPHERICAL BURR 16MM DIA . 


14 


HUDSON SPHERICAL BURR 22MM DIA . 


15 


# 1 PENFIELD DISSECTOR 178MM 


16 


# 2 PENFIELD DISSECTOR 197MM 


17 


# 3 PENFIELD DISSECTOR 197MM 


18 


# 4 PENFIELD DISSECTOR 203MM 


19 


ADSON TISE FCPS FEN -HDL 1X2T. 180MM 


20 


TISSUE FORCEPS 1X2145MM 


21 


WAUGH DEL TISSUE FORCEPS 1X2 180MM 


22 


23 


24 


ANTRUM PUNCH ROTATABLE 
BACKHAUS TOWEL CLAMP W / SCREW 105MM 
HOWRATH ELEVATOR 
FRAZIER SUCTLUER - HUB 15FR5 / 102MM LGTH 
FRAZIER SUCTLUER -HUB9FR102MMWRK - LGTH 


25 


26 


27 


FERGUSSON SUCT. CANN D :3.0MM WORK . L. 130MM 


28 


YASARGIL MICRO SCISS . BAYODWN -CVD 200MM 


29 


YAS. MICRO SCISBAYOUP -CVDBLUNT 225MM 


30 


YASARGIL TUMOR FORCEPS SERR 5MM 220MM 


31 


YASARGIL TUMOR FCPS SERR 3MM 220MM 


32 


33 


YASARGIL MICROFORM BAYO FCPS. 9MM 180MM 
YASARGIL MICROFORM BAYO FRCPS 1X2180MM 
CASPAR EXPLOR. HOOK 45 DG - TIP45DG 248MM 


34 
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35 


36 


37 


38 


39 


CASPAR EXPLOR . HOOKSHORT - TIP90DG 248MM 
CASPAR DISSECTOR CVD 1 / 203MM 
KNIFE HANDLE F /MICRO BLDS 200MM 
SAMIL KNIFE F / TUMOR TISSUE 3.0MM 230MM 
SAMIL KNIFE F / TUMOR TISSUE 1.0MM 230MM 
SAMIL KNIFE F / TUMOR TISSUE 2.0MM 230MM 
SAMIL KNIFE F / TUMOR TISSRND 3.0MM 230MM 
SAMIL KNIFE F / TUMOR TISSRND4.5MM 230MM 
SAMIL KNIFE F / TUMOR TISSRND 6.0MM 230MM 


40 


41 


42 


43 


44 


CASPAR EXPLOR . HOOK MED - TIP 90DG 248 MM 


45 


CASPAR EXPLORATION HOOKLONG - TIP 248MM 


46 


YASARGIL MICRO FORCEPS 3MM MOUTH 200MM 
YASGRGIL TUMOR GRASPING FORCEPS 220MM 


47 


48 


CASPAR EXPLOR HOOK MED - TIP 90DG 248MM 


49 


CASPAR EXPLORATION HOOKLONG - TIP 248MM 
CASPAR EXPLOR HOOK 45DG - TIP 45DG 248MM 


50 


51 


HARDY -FAHLBUSCH DISS DWN SHARP 245MM 


52 


53 


54 


55 


56 


YASARGIL SCISSORS BAYO ST / B 200MM 
TREVES DISSECT FORCEPS FORCEPS 1X2T 127MM 
CASPAR EXPLOR HOOK SHORT - TIP 90DG 248MM 
RAY CURETTE 45DG -VERT 4MM DIA 181MM 
RAY CURETTE 45DG - HORIZ 4MM DIA 181MM 
HARDY CURETTE MALL D :4 / 260MM 
HARDY CURETTE MALL D : 6 / 260MM 
FORCEPS BAYO 1X2 160MM 
CASPAR MICRO - DISSDWN - CVD . 2.OMM 229MM 
SEMKEN DEL TISSUE FORCEPS 1X2 125MM 


57 


58 


59 


60 


61 


62 


HOOK 4 -PRONG BLUNT SM CVD 165MM 


63 


FRAZIER DURA RETRACTOR 130MM 


64 


DE BAKEY MINI- BULLDG CLMPCVD27MM 48MML 
DE BAKEY MINI- BLLDG CLMPS . STR . 27MM 50MM L 


65 


66 


MINI- BULL DOG CLAMP CVD . 45MM 


67 


MINI - BULL DOG CLAMP STR . 35MM 
MINI- BULL DOG CLAMP CVD . 35MM 


68 


69 


TOENNIS DURA KNIFE 130MM 


70 


IRRIGATION FORCEPS 230MM 1.3MM TIP 


71 


72 


KELLY FORCEPS DEL STR . 140MM 
YASARGIL BIPOLAR FORCEPS 1.0X75 / 195MM 
YASARGIL BIPOLAR FORCEPS 0.4X20 / 140MM 
ALLIS FORCEPS 5X6 155MM 


73 


74 


75 


BABY - ALLIS FORCEPS 4X5 130MM 


76 


ROCHESTER -PEAN FORCEPS CVD 185MM 


77 


KOCHER -OCHSNER FORCEPS STR . 1X2 200MM 


78 


TC MAYO -HEGAR NDL HOLDERHVYSERR 185MM 
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79 


TC DE BAKEY NEEDLE HOLDER DEL . SERR . 165MM 


80 


TC NEEDLE HOLDER X - DEL SERR . 200MM 


81 


82 


83 


84 


TC HEGAR NEEDLE HOLDER HVY -SERR . 205MM 
TC SUTURE SCISS . W / 1 SERR . CVD . 230MM 
TC BABY-METZ SCISSORS DEL . STR . B / B 145MM 
SCHMIEDEN - TAYLOR DURA SCISSORS 155MM 
SHARP BONE CUR # 00 FWD - ANG 4.4MM 250MM 
LEMPERT BONE CURETTE 2.6MM 216MM 
RONGEUR WAGNER HEAVY PATTERN STR . 200MM 


85 


86 


87 


88 


ROETT GEN - RUSKIN BONE RONGEUR 240MM 


89 


STILLE BONE RONGEUR 230MM 


90 


91 


SEMB BONE RONGEUR 240MM 
KERRISON 130 DG -UP 4MM 230MM 
KERRISON 130DG - DWN 4MM 230MM 
KERRISON 130DG -UP 5MM 230MM 


92 


93 


94 


GIGLI WIRE SAW IN 6 PARTS 300MM LONG 


95 


VOLKMANN RETR 4 -PRGSEMI- S 8.5X192 22MM 


96 


KOCHER - LANGEN BECK RETR 80X16MM 216MM 


97 


LANGENBECK RETRACTOR OPEN 28X10MM 209MM 


98 


LANGENBECK RETRACTOR 40X13MM 210MM 


99 


100 


101 


102 


103 


WEITLANER RETRACTOR 3X4 T.B.L. 165MM 
WEITLANER RETR 3X4 T. SHARP / DEEP 130MM 
WEITLANER RETR 3X4T. BLUNT/DEEP 130MM 
ADSON -BABY RETRACTOR 3X4 BLUNT 140MM 
BRAIN SPATULA MOD . AACHEN MALL 7 / 8MM 
BRAIN SPATULA MOD . AACHEN MALL 10 / 11MM 
BRAIN SPATULA MOD . AACHEN MALL 16 / 17MM 
BRAIN SPATULA MOD . AACHEM MALL 19 / 20MM 
BRAIN SPATULA MOD . AACHEN MALL 22 / 25MM 
BRAIN SPATULA FLATMALL 11 & 13MM 178MM 


104 


105 


106 


107 


108 


109 


RONGEUR KRAEMER STR . 180MM JAW . 10X2MM 


110 


KERRISON 130DG -UP 3MM 230MM 


111 


KERRISON 130DG - DWN 3MM 230MM 


112 


KERRISON DET 130 DEG UP 3MM 230MM THP 


113 


KERRISON SEP 130 DEGREE DOWN 180MM 3MM THIN 


114 


KERRISON DET 130 DEG . UP 5MM 230MM THP 


115 


ADSON FORCEPS SERR 120MM 


116 


GILLIES TISSUE FORCEPS DEL 1X2 155MM 


117 


118 


GERALD FORCEPS DEL STR . 175MM 
MICRO -ADSON TISSUE FORCEPS 1X2 150MM 
ADSON DISSECT FORCEPS W / O T 180MM 
CUSHING DEL STR FORCEPS 180MM 


119 


120 


121 


SEDILLOT RETRACTOR RND CVD 18MM 185MM 
YASARGIL DISSECTOR F /PED FLEX 4MM 
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123 


ADSON ELEVATOR BLUNT CVD ZMM 
VASCULAR SPATULA 240MM 5 + 6MM 


124 


125 


126 


127 


128 


129 


130 


131 


DAVIS VASCULAR SPATULA 245MM 
COTTLE CHISEL /OSTEOTO MEW /MRK ZMM 178MM 
COTTLE CHISEL /OSTEOTO MEW /MRK 9MM 178MM 
GRUENWALD FORCEPS BAYO SERR 200MM 
TC GRUENWALD FORCEPS 185MM 
CASPAR OSTEOPHYTE RONGHV -DTY 4MM 180MM 
CASPAR OSTEOPHYTE RONGHV -DTY 3MM 180MM 
RANEY APPLY /REMOVING FCPS F / FF002FF015P 
COUPLING HEAD F /1-5 FLEX ARMS FF270R 
HOLDING ROD F / FF280R -84R 
ADAPTER F /OR TABLE W /BALL / SOCKET JOINT 
YASARGIL FLEX ARM F /COUPLING HEADS & BASES 
FLEX ARM SUPPORT F / FLAT BRAIN SPATULAS 
COATED BRAIN SPATULA SIZE S 


132 


133 


134 


135 


136 


137 


138 


139 


COATED BRAIN SPATULA SIZE M 


140 


COATED BRAIN SPATULA SIZE L 


141 


142 


DE MARTEL SCALP FCAP FORCEPS 185MM 
DE MARTEL SCALP FCAP FORCEPS 135MM 
DANDY SCALP FCAP FORCEPS 140MM 


143 


144 


NEURO SURGICAL DRILL + MOTOR + CRANIOTOME 


SMALL INSTRUMENTS FOR DEPARTMENT OF OBST . & GYNEA . 


1 


UTERINE MONOPOLARS 


3 


DILATOR HAGER 


5 


SUCTION MACHINE FOR MTP 


6 


SCALPEL BABY TRAY 


7 


SPACULAM (VIGINAL ) LONG SIZE 
SPACULAM (VIGINAL) SMALL SIZE 


8 


9 


KOCK CLAMP 


10 


ARTERY FORCEPS 


11 


DISECTING FORCEPSPLAIN 


13 


SCISSOR STRAIGHT 


14 


SCISSOR CURVED 


15 


NEEDLE HOLDER 


16 


SPONG HOLDER 


18 


BABY VESSUCTION TRAY 


19 


ALLIS TISSUE FORCEPS 


20 


ARTERY FORCEPS CURVED 


21 


ARTERY FORCEPS STRAIGHT 


22 


ALLISE FORCEPS 


23 


ALLIESE FORCEPS LONG 
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24 


25 


26 


27 


DISSECTING FORCEPS TOOLK 
DISSECTIONG FORCEPS PLAIN 
MONYPHANS CLAMP (CHOTESTOMY CLAMP) 
MONYHANS RIGHT ANGLE 
SCISSORS CURVED NEYO TUFF 
SCISSORS STRAIGHT TUFF 
NEEDLE HOLDER 


28 


29 


30 


31 


NEEDLE HOLDER FINE 
B.P. HANDLE NO :-4 


32 


33 


B.P. HANDLE NO : - 3 


34 


SELF RETAINING RETRACTOR 
KOCHER S CLAMP CURVED 


35 


36 


37 


TOWEL CLIP 
MOSQUITO ARTERY FORCEPS CURVED 
MOSQUITO ARTERY FORCEPS STRAIGHT 
LHERINE HOLDING FORCEPS 


38 


39 


40 


MYOMECTOMY CLAMP 


41 


BEVERE S RETRACTOR DIFF . SIZE 


42 


43 


CURRETE BLUNT & SHARP 
CURRETE FINE & SMALL 
VOLSELLUM DOUBLE 


44 


45 


UTERINE SAND 


46 


SIMS SPECULAM 


47 


BAB COCK 


48 


LONDON RETRACTOR 


49 


50 


BISZCRELLN FORCEPS 
HEQQAR S DILATOR 
ANT. VAGINAL WALL RETRACTOR 
LARYNGOSCOPE SET 


51 


52 


ANESTHESIA DEPARTMENT 


1 


DISINFECTANT GENERATION SYSTEM 


SMALL INSTRUMENTS FOR DEPARTMENT OF PEDIATRICS 


1 


THERMOMETER 


3 


ARTERY FORCEPS 


4 


TOOTHED FORCEPS 


5 


BP HANDLE WITH BLADE 


ACCESSORIES & CONSUMABLES FOR DEPARTMENT OF SURGERY 


1 


5MM ACE OPEN SHEAR - COMPATIBLE WITH AVAILABLE HARMONIC 
GENERATOR IN THE DEPTT . 


2 


5MM ACE LAP . SHEAR - COMPATIBLE WITH AVAILABLE HARMONIC GENERATOR 
IN THE DEPTT. 


3 


FOCUS SHEARS 9CM LONG - COMPATIBLE WITH AVAILABLE HARMONIC 
GENERATOR IN THE DEPTT . 
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4 


FOCUS SHEAR 17CM LONG - COMPATIBLE WITH AVAILABLE HARMONIC 
GENERATOR IN THE DEPARTMENT 


5 


BLUE HAND PIECE - COMPATIBLE WITH THE AVAILABLE HARMONIC 
GENERATOR IN THE DEPARTMENT 


6 


HAND PIECE FOR ALL SHEARS & BLADES - COMPATIBLE WITH AVAILABLE 
HARMONIC GENERATOR IN THE DEPARTMENT 


7 


SYNERGY CURVED BLADE (OPEN ) - COMPATIBLE WITH AVAILABLE HARMONIC 
GENERATOR IN THE DEPARTMENT 


8 


STANDARD FOR ENSEAL BLADE 14CM LONG - COMPATIBLE WITH AVAILABLE 
ENSEAL GENERATOR IN TH DEPARTMENT 


9 


STANDARD FOR ENSEAL BLADE 25CM LONG- COMPATIBLE WITH AVAILABLE 
ENSEAL GENERATOR IN THE DEPARTMENT 


10 


CURVED ROUND TIP ENSEAL BLADE 25CM- COMPATIBLE WITH ENSEAL 
GENERATOR IN THE DEPARTMENT. 


SMALL INSTRUMENTS FOR DEPARTMENT OF PLASTIC SURGERY 


FOR MAXILLOFACIAL 


1 


2 


STEEL RULER 500MM 
SCHMID MOUTH GAG ADJUSTABLE 
HEISTER MOUTH GAG 130MM 


3 


4 


5 


WATSON SKIN GRAFT KNIFE W / O BLADES 300MM 
YASARGIL MICRO SCISSOR BAYOUP - CVD . 200MM 
YASARGIL MICRO SCISSOR BAYO STRAIGHT 200MM 


6 


7 


8 


9 


10 


11 


12 


13 


14 


15 


16 


STEVENS SCISSOR SQ HDL STRAIGHT B /B 115MM 
STEVENS TENOTOMY SCISSORS CVD B / B 110MM 
REYNOLDS SCISSORS DEL . CVD . B / B 145MM 
TC STRABISMUS SCISSORS CVD . 115MM 
TC BABY -METZ SCISSORS DEL . CVD . B / B 145MM 
SUTURE FORCEPS STR . SMTH . 95MM 
TC MAYO SCISSORS STR . 140MM 
RANGNELL SCISSORS SQ HDL CVD 150MM 
METZENBAUM SCISSORS STR . 180MM 
KOCHER ARTERY FORCEPS 1X2T . STR . 145MM 
CRILE FORCEPS STRAIGHT 160MM 
CRILE FORCEPS CVD . 160MM 
SCHNIDT TONSIL FORCEPS SLT -CVD 185MM 
GEMINI CLAMP RT - ANG 180MM 
KANTROWITZ THORACIC CLAMP 200MM 
TC WEBSTER NEEDLE HOLDER 125MM 
TC DE BAKEY NDL HOLDER DEL SERR 180MM 
TC MAYO -HEGAR NDL HOLDER HVY . SERR 185MM 
TC WIRE TWISTER SQ - TIP 150MM 
TC BAUMGARTNER NDL HLDR . HVY . SERR . 145MM 


17 


18 


19 


20 


21 


22 


23 


24 


25 


26 


27 


BABCOCK ATR . FORCEPS 215MM 
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28 


29 


30 


ALLIS ATR . FORCEPS 6.2MM 155MM 
RANEY APPLY /REMOVING FCPS F /FF002FF015P 
HAJEK -KOFLER PUNCH UP -CUT 3.3MM 140MM 
KOENIG ELEVATOR STR . 4.5MM 155MM 
SEWALL ANTRUM RASP . BLUNT 6MM 200MM 
JOSEPH DOUBLE HOOK 6MM 165MM 


31 


32 


33 


34 


COTTLE HOOK SHARP HVY - CVD . 159MM DG 180 
DOUBLE - END RETR 20X15MM / 20X19 M 203MM 


35 


36 


BABY - SENN -MILLER RECTOR SH 8X7/22X7MM 
TRACHEA RETRACTOR 1 - PRONG SHARP 178MM 


37 


38 


39 


40 


41 


42 


43 


44 


45 


46 


47 


48 


49 


50 


51 


52 


53 


54 


KOCHER -LANGENBEK RETR . 25X6MM 216MM 
KOCHER -LANGENBECK RETR . 35X8MM 216MM 
KOCHER -LANGENBECK RETR 55X11MM 216MM 
DEAVER RETRACTOR FIG 00 22MM 216MM 
JANSEN RETRACTOR 3X4100MM 
MOLLISON RETRACTOR SHARP 155MM 
LABORDE TRACHEAL DILATOR 125MM 
DISSECT FORCEPS JAW 1.5MM W / O T. 155MM 
ADSON TS FCPS . FEN -HDL SER . 1X2T 120MM 
SEMKEN DEL . TISSUE FORCEPS 1X2150MM 
MINI-BULLDOG CLAMP STR . 19 /45MM 
MINI- BULLDOG CLAMP CVD . 19 /45MM 
COOLEY BULLDOG RING -HDLDBL - CVD 115MM 
# 4 PENFIELD DISSECTOR 203MM 
ABDOMINAL BLD . RETRACTOR MALE AB . 12X200MM 
ABDOMINAL BLD . RETRACTOR MALE B. 17X200MM 
VASCULAR SPATULA 240MM 5 + 6MM 
RASPATORY PENNY BACKER CVD . 6MM WI 171MM 
FARABEUF RASPATORY STR . 12.5MM BR . 140MM 
TC FOMON RASPDBEND 9 & 1052 /62th 203MM 
BARTH BONE CURETTE DBL - END 180MM 
BONE CURETTE # OOHRTPRS - HDL 4.4MM 270MM 
HAJEK MALLET 130GR 27MM 220MM 
MANNERFELT OSTEOTOME MODIF 4MM WIDTH 
MANNERFELT OSTEOTOME MODIF 6MM WIDTH 
MANNERFELT OSTEOTOME MODIF 8MM WIDTH 
OBWEGESER OSTEOTOME CVD . 11/235MM 
ALEXANDER GOUGE 7MM 170MM 
ALEXANDER GOUGE 9MM 170MM 
DINGMANN BONE HOLDING FCPS . MOD . IF 185MM 
VER BRUGGE BONE FORCEPS 5MM 178MM 
JANSEN BONE RONGEUR STR 175MM 
BLUMENTHAL BONE RONGEUR CVD . 153MM 
RUSKIN BONE CUTTING FORCEPS CVD . 191 MM 


55 


56 


57 


58 


59 


60 


61 


62 


63 


64 


65 


66 


67 


68 


69 


70 


71 
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72 


73 


74 


YANKAUER SUCTION CANNULA 2.0MM 285MM 
FRAZIER SUCTLUER - HUB 9 FR . 102MM WRK- LGTH 
FRAZIER SUCTLUER -HUB15FR5 / 12MM LGTH 
NASAL SUCTION TUBE GILLIES 190MM 
HOOK HANDLE F /WIRE SAWA 


75 


76 


77 


78 


79 


80 


FOR CLEFT PLATE 
DINGMAN MOUTH GAG WITH CHEEK RETRACTOR WITH BLADES 
(COMPLETE SET ) 
DENTAL SCALLER 
RESPATARY LEFT AND RIGHT 
LONG PLAIN FORCEPS 
LONG TOOTH FORCEPS 
FINE NEEDLE HOLDER WITH LONG HANDLE 
MOSQUITO ARTERY FORCEPS 
COOBSERVER OPERATIVE MACHINE LENS (SIDE LENS FOR ONSERBER ) 

FOR MANDIBLE RECONSTRUCTION 


81 


82 


83 


84 


85 


86 


MANUAL DRILL WITH DRILL BITS 
MOTORISED DRILL WITH DRILL BITS 
RECONSTRUCTION PLATE 
MINI PLATES WITH CORRESPONDING SCREW 


87 


88 


TITANIUM MINI PLATES AND RECONSTRUCTION PLATES WITH 
CORRESPONDING DRILL BITS AND SCREW DRIVER 


89 


90 


WIRE CUTTER 


91 


MINI PLATE CUTTER 
K -WIRE PLIARE 


92 


95 


96 


PLATE BENDER 
DIFFERENT SIZES SCREW DRIVER 
MOUTH OPENER 


97 


98 


FOR INSTRUMENTS FOR VASCULAR SURGERY 
HALSTED -MOSQUITO FORCEPS DEL STR . 125MM 
HALSTED -MOSQUITO FORCEPS DEL . CVD . 125MM 


99 


100 


SPENCER - WELLS FORCEPS STR . 150MM 


101 


SPENCER - WELLS FORCEPS CVD . 150MM 
ADSON DELICATE FORCEPS STR . 185MM 


102 


103 


104 


105 


Adson delicate forceps cvd . 185mm 
arterial clamp fraser-kelly cur. 180mm 
baby -mixter forceps cvd . 140mm 
brom vein hook 172mm 
CUSHUING VESS . HOOK . BL . 90DEGREE 6 / 190MM 
FRAZIER SUCTLUER - HUB 9FR . 102MM WRK - LGTH 


106 


107 


108 


109 


TC THUMB FORCEPS 145MM 


110 


TC THUMB FORCEPS 180MM 


111 


TC ADSON ATR . FORCEPS 120MM 
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112 


MICRO -ADSON TISSUE FORCEPS 1X2 150MM 


113 


DE BAKEY ATR . FCPS. 1.5MM STR . 150MM 


114 


DE BAKEY STRAIGHT FCPS . 1MM TIP 195MM 


115 


DE BAKEY FCPS DEL 1.5MM WIDE 242MM LONG 


116 


117 


118 


DE BAKEY ATR . FCPS . 2.0MM ANG 150MM 
DE BAKEY ATR . FCPS 2.OMM AND 200MM 
TC METZENBAUM SCISSORS STR . 145MM 
REYNOLDS SCISSOR DEL CVD B / B 175MM 
KILNER SCISSORS STR . S / S 115MM 


119 


120 


121 


DE BAKEY VESSEL SCISSORS 45DG 155MM 


122 


TC DE BAKEY CV DUCT SCISSOR 220MM 


123 


DE BAKEY VESSEL SCISSORS 60DG 155MM 
TC DERF NEEDLE HOLDER 115MM 


124 


125 


TC DE BAKEY NEEDLE HOLDER 150MM 
TC DE BAKEY NDL HOLDER DEL SERR . 180MM 


126 


127 


WERTHEIM NDL HLDR . 240MM 


128 


DE BAKEY - SATIN SKY . TANGENTIAL CLMP 235MM 


129 


BABY -SATIN SKY . CLAMP 150MM 


130 


DE BAKEY BULL DG CLMPRING -HDL S -CVD . 125MM 
COOLEY BLL DG CLMP. RNG - HDL SLT - CVD 125MM 


131 


132 


133 


134 


135 


DARDIK ATR . FORCEPS JAW 50MM ANGL. 30 
COOLEY PEDIATRIC CLAMP 60DG 30 / 160MM 
DE BAKEY CLAMP 60DG 55 / 85MM 230MM 
DE BAKEY - SATIN SKY ATR . BULL DOG CLAMP 21/ 75MM 
DE BAKEY ATR . BULL DOG CLAMP. CVD . 20 / 78MM 
DE BAKEY ATR . BULL DOG CLAMP STRAIGHT 20 / 80MM 
DE BAKEY ATR . BULL DOG CLAMP STRAIGHT 30 / 90MM 

FOR INSTRUMENTS OF PLASTIC SURGERY 


136 


137 


138 


139 


BACK HAUS TOWEL CLAMP 110MM 


140 


TOWEL CLAMP FOR PAPER CLOTHS 115MM 


141 


SCALPEL HANDLE # 3 


142 


MANG DISSECTING SCISSOR SUPER CUT 115MM 


143 


144 


145 


JAMESON TENOTOMY SCISSOR CVD . B / B 150MM 
STEVENS SCISSORS SQ HDL CVD . B / B 115MM 
HEYMANN NASAL SCISSORS 190MM 
SURGICAL SCISSORS STRAIGHT S / B 145MM 
TC METZENBAUM SCISSORS DEL CVD . 180MM 


146 


147 


148 


149 


METZENBAUM SCISSOR CURVED 180MM 
GORNEY SCISSORS CVD . SERR B / B 195MM 
IRIS FORCEPS X - FINE 1X2 STRAIGHT 100MM 


150 


151 


ADSON - BROWN ATR . TISSUE FCPS 120MM 


152 


ADSON FORCEPS BAY SHAPED 175 MM 


153 


HALSTED - MOSQUITO FORCEPS DEL CVD . 125MM 
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154 


ROCHESTER - PEAN FORCEPS CVD . 200MM 
WEIL - BLAKESLEY RNGURUP - CVD 4.2MM 115MM 


155 


156 


DISSECT FORCEPS MED . WIDE 1X2t 200MM 


157 


158 


159 


160 


TISSUE FORCEPS 1X2 145MM 
COLUMELLA CLMP W / FIX BEARINGS & SCREW 100MM 
GILLIES SKIN HOOK SHARP SM 180MM 
JOSEPH DOUBLE - HOOK 6MM 165MM 
KILNER RETRACTOR 2 -PRONGS / SHARP 83MM 
WALTER DBEND RETRACTOR 2 PRONGS/ 1BLD 
HARTMANN TONGUE DEPRESSOR FEN -HDL 150MM 


161 


162 


163 


164 


165 


166 


COTTLE MALLET FLAT / RND 2356 30MM 185MM 
TC FOMON RASPDBEND 7 & 836 / 44 TH 203MM 
TC FOMON RASPDBEND 3 & 416 / 20th 203MM 
LUER - FRIEDMANN BONE RONDEUR 146MM 
MANG OSTEOTOME 4MM WIDTH 
WEIBLAKESLEY RONGEUR STR . 4.8MM 121MM 


167 


168 


169 


170 


KILLIAN CLAUS SEPTUM GOUGE BAYO 172MM 


171 


RITTER DILATOR 4.0MM DIA 159MM 


172 


173 


MANG OSTEOTOME 12MM WIDTH 
FRAZIER SUCTLUER -HUB 15FR 5 / 102MM LGTH 
RETRACTOR WITH RING 2 - PRONGS 
SUCTION CANNULA LEMPERT 3MM 


174 


175 


176 


SUCTION HANDLE WITH LUER LOCK 


177 


FREER ELEVATOR S / B 185MM 
MCKENTY PERIOSTEAL RASP . CVD . SHARP 150MM 


178 


179 


180 


MASINGS ELEVATOR DBEND GRADE 203MM 
KILLIAN SEPTUM SPECULUM ASEPTIC 56X7MM 
KILLIAN SEPTUM SPECULUM ASPECTIC 36X7MM 


181 


182 


TC CONVERSE NEEDLE HOLDER SERR . 130MM 


183 


TC HALSEY NEEDLE HOLDER SERR . 130MM 


184 


TC BABY -CRILE -WOOD NDL HLDR SERR . 150MM 


185 


TC SUTURE WAVE CUT SCISSORS CURVED 145MM 


FOR INSTRUMENTS FOR SKIN GRAFTING 


186 


187 


SPARE BLADES FOR HUMBY DERMATOME 
BHUMBY DERMATOME 365MM 
DERMATOME SILVER 


188 


189 


VOLKMANN BONE CURETTE # 00002.8MM 172MM 


190 


VOLKMANN BONE CURETTE # 0003.6MM 172MM 
VOLKMANN BONE CURETTE # 004.4MM 172MM 


191 


192 


VOLKMANN BONE CURETTE # 05.2MM 172MM 
VOLKMANN BONE CURETTE # 16.8MM 172MM 


193 


194 


VOLKMANN BONE CURETTE # 28.5MM 172MM 


195 


VOLKMANN BONE CURETTE # 310.0MM 172MM 
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196 


VOLKMANN BONE CURETTE # 411.5MM 172MM 
VOLKMANN BONE CURETTE # 513.0MM 172MM 


197 


198 


VOLKMANN BONE CURETTE # 614.5MM 172MM 


199 


SCHAEDEL TOWEL CLAMP STR . 85MM 


200 


201 


202 


RAMPLEY SPONGE FORCEPS STR . SERR . 180MM 
SCALPEL HANDEL # 7 ENLISH NO . 5 
HALSTED -MOSQUITO FCPS . DEL . STR . 1X2 125MM 
ADSON TISSUE FCPS. FINE W / 1X2T 120MM 
ADSON FORCEPS SERR . 120MM 


203 


204 


205 


HEGAR NEEDLE HOLDER HVY - SERR . 150MM 


206 


207 


208 


STRABISMUS SCISSORS ANGL. TO SIDE 115MM 
SURGICAL SCISSORS CVD S /S 130MM 
METZENBAUM SCISSORS CVD 145MM 
IRIS SCISSORS DEL CVD S /S115MM 
GRAEFE IRIS -HOOK FINE SHARP 127MM 


209 


210 


211 


212 


INSTRUMENTS FOR RHINOPLASTY 
SURGICAL SCISSORS STR . B / B 130MM 
HALSEY NEEDLE HOLDER DEL. SERR . 130MM 
MAC DONALD ELEVATOR B / B 185MM 
SCALPEL HANDLE # 3 


213 


214 


215 


BACKHAUS TOWEL CLAMP 90MM 


216 


RAMPLEY SPONGE FORCEPS STR . SERR . 250MM 


217 


TC MAYO SCISSORS STR . 140MM 


218 


TC MAYO SCISSORS CVD 140MM 


219 


YANKAUER SUCTION CANNULA 2.0MM 285MM 


220 


221 


222 


MALLET HEATH 1000GR . 240MM 
GILLIES DISSECT FORCEPS W / O T 150MM 
JOSEPH SCISSORS STR . S /S 150MM 
JOSEPH SCISSORS CVD S / S 150MM 
METZENBAUM SCISSORS CVD 200MM 


223 


224 


225 


WOUND HOOK KILNER DOUBLE - ENDSH 152MM 


226 


AUFRICHT RETRACTOR SPECULUM 160MM 


227 


228 


229 


CUTANEOUS HOOKLETMCINDOE 9MM WI: 150MM 
KILNER RETRACTOR 2 -PRONG / SHARP 83MM 
HOWRAH ELEVATOR 
OSTEOTOMEGILLIES 5MM BROAD 140MM 
OSTEOTOME GILIES ZMM BROAD 140MM 


230 


231 


232 


DORSAL SCISSOR COTTLE ANGULAR 165MM 


233 


234 


ASH SEPTUM FCPS STRAIGHTENING 220MM 
WALSHAM SEPTUM FORCEPS STR . RT 210MM 
WALSHAM SEPTUM FORCEPS STR . LFT 210MM 
JANSEN - MIDDLETON SEPTUM FORCEPS 203MM 


235 


236 


237 


JOSEPH NASAL SAW BAYO LFT - CVD . 195MM 
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238 


239 


240 


241 


242 


PARTSCH CHISEL 3MM 170MM 
ADSON TISSUE FCPS . FINE W / 1X2T 120MM 
ADSON FORCEPS SERR . 120MM 
DURA HOOK CAIRNS SHARP 127MM 
STRABISMUS SCISSORS STR . B / B 115MM 
STRABISMUS SCISSORS CVD . B / B 115MM 
SUCTION CANNULA LEMPERT 3MM 
MAGILL SUCT. CANNULA 3MM DIA 
ZOELLNER SUCTION CANNULA 


243 


244 


245 


246 


247 


THUDICHUM NASAL SPECULUM # 6 


248 


THUDICHUM NASAL SPECULUM # 7 
TILLEY NOSE TAMPON FORCEPS 76MM LENGTH 


249 


250 


251 


KILLIAN SEPTUM SPECULUM ASEPTIC 56X7MM 
FREER ELEVATOR S / B 185MM 
ELEVATOR HILL 


252 


253 


KILLIAN SEPTUM GOUGE BAYO 6MM 170MM 


254 


KILLIAN -CLAUS SEPTUM GOUGE BAYO 172MM 


255 


BALLENGER SWIVEL KNIFE BAYO 5X4MM 


256 


257 


HEYMANN -KNIGHT NASAL SCISSORS 175MM 
WEIBLAKESLEY ROUNGEUR STR . 4.2MM 121MM 
COTTLE -KNAPP PLATC SCISSOR CVD . B / B 105MM 


258 


INSTRUMENT FOR PLASTIC SURGERY 


259 


STEEL RULER 500MM 


260 


SCHMID MOUTH GAG ADJUSTABLE 


261 


HEISTER MOUTH GAG 130MM 


262 


263 


264 


265 


266 


WATSON SKIN GRAFT KNIFE W / O BLADES 300MM 
YASARGIL MICRO SCISSOR BAYO UP -CVD 200MM 
YASARGIL MICRO SCISSOR BAYO STR . 200MM 
STEVENS SCISSOR SQ HDL STR . B / B 115MM 
STEVENS TENO TOMY SCISSOR CVD B / B 110MM 
REYNOLDS SCISSORS DEL . CVD . B / B 145MM 
TC STRABISMUS SCISSOR CVD . 115MM 
TC BABY-METZ SCISSORS DEL . CVD . B / B 145MM 
SUTURE FORCEPS STR . SMTH . 95MM 


267 


268 


269 


270 


271 


TC MAYO SCISSORS STR . 140MM 


272 


RANGNELL SCISSORS SQ HDL CVD 150MM 


273 


METZENBAUM SISSORS STR 180MM 


274 


KOCHER ARTERY FORCEPS 1X2T . STR . 145MM 


275 


CRILE FORCEPS STR . 160MM 
CRILE FORCEPS CVD . 160MM 


276 


277 


SCHNIDT TONSIL FORCEPS SLT -CVD 185MM 


278 


GEMINI CLAMP RT - ANG 180MM 


279 


KANTROWITZ THORACIC CLAMP 200MM 
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280 


TC WEBSTER NEEDLE HOLDER 125MM 


281 


TC DE BAKEY NDL HOLDER DEL SERR 180MM 


282 


TC MAYO -HEGAR NDL HOLDER HVY . SERR 185MM 


283 


BABCOCK ATR : FORCEPS 215MM 


284 


285 


286 


ALLIS ATR . FORCEPS 6.2MM 155MM 
RANEY APPLY / REMOVING FCPS F / FF002FF015P 
HAJEK -KOFLER PUNCH UP - CUT 3.3MM 140MM 
KOENIG ELEVATOR STR . 4.5MM 155MM 
SEWALL ANTRUM RASP . BLUNT 6MM 200MM 


287 


288 


289 


JOSEPH DOUBLE HOOK 6MM 165MM 


290 


291 


292 


COTTLE HOOK SHARP HVY -CVD . 159MM DG 180 
DOUBLE - END RETR 20X15MM / 20X19 M 203MM 
BABY -SENN -MILLER RETRACTOR SH . 8X7 / 22X7MM 
TRACHEA RETRACTOR 1 -PRONG SHARP 178MM 
KOCHER - LANGENBECK RETRACTOR 25X6MM 216MM 
KOCHER- LANGENBECK RETRACTOR 35X8MM 216MM 


293 


294 


295 


296 


KOCHER - LANGENBECK RETRACTOR 55X11MM 216MM 


297 


DEAVER RETRACTOR FIG 00 22MM 216MM 


298 


JANSEN RETRACTOR 3X4100MM 


299 


MOLLISON RETRACTOR SHARP 155MM 


300 


301 


LABORDE TRACHEAL DILATOR 125MM 
DISSECT. FORCEPS JAW 1.5MM W / O T.155MM 
ADSON TS FCPS . FEN -HDL SER . 1X2T 120MM 


302 


303 


SEMKEN DEL . TISSUE FORCEPS 1X2150MM 


304 


305 


MINI-BULLDOG CLAMP STR . 19 / 45MM 
MINI- BULLDOG CLAMP CVD . 19 / 45MM 
COOLEY BOLLDOG RING -HDLDBL -CVD . 115MM 
# 4 PENFIELD DISSECTOR 203MM 


306 


307 


308 


ABDOMINAL BLD : RETRACTOR MALE AB . 12X200MM 


309 


ABDOMINAL BLD . RETRACTOR MALE AB. 17X200MM 


310 


VASCULAR SPATULA 240MM 5 + 6MM 


311 


RASPATORY PENNY BACKER CVD . 6MM WI 171MM 


312 


313 


FARABEUF RASPATORY STR . 12.5MM BR . 140MM 
TC FOMON RASPDBEND 9 & 1052 /62th 203MM 
BARTH BONE CURETTE DBL - END 180MM 


314 


315 


BONE CURETTE # OOHRTPRS - HDL 4.4MM 270MM 


316 


HAJEK MALLET 130GR 27MM 220MM 


317 


318 


319 


320 


MANNERFELT OSTEOTOME MODIF . 4MM WIDTH 
MANNERFELT OSTEOTOMEMODIF . 6MM WIDTH 
MANNERFELT OSTEOTOMEMODIF . 8MM WIDTH 
OBWEGESER OSTEOTOME CVD . 11/ 235MM 
ALEXANDER GOUGE ZMM 170MM 
ALEXANDER GOUGE 9MM 170MM 
DINGMANN BONE HOLDING FCPS . MOD . IF 185MM 


321 


322 


323 
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324 


VERBRUGGE BONE FORCEPS 5MM 178MM 
JANSEN BONE RONGEUR STR 175MM 


325 


326 


BLUMENTHAL BONE RONGEUR CVD . 153MM 


327 


RUSKIN BONE CUTTING FORCEPS CVD . 191 MM 


328 


329 


330 


YANKAUER SUCTION CANNULA 2.0MM 285MM 
FRAZIER SUCTLUER -HUB 9FR 102MM WRK - LGTH 
FRAZIER SUCTLUER -HUB 15FR 5 / 102MM WRK - LGTH 
NASAL SUCTION TUBE GILLIES 190MM 
HOOK HANDLE F /WIRE SAWA 


331 


332 


Place- Patna 
Date- 18th October 2011 


Sd./-Illegible, 
Superintendent. 


अधीक्षक , सचिवालय मुद्रणालय , 
बिहार , पटना द्वारा प्रकाशित एवं मुद्रित । 
बिहार गजट , 36-571 + 10 - डी 0 टी 0 पी 0 । 

Website: http://egazette.bih.nic.in 


